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(Mar. 26, 1849). His own diocesan convention
exonerated him of any culpability, but a persis-
tent effort was made to bring him to trial before
the House of Bishops. To a man of Doane's
pride the idea of standing trial was even more
humiliating than any imputation of guilt, and
he announced that he would "make the trial of a
bishop hard." By using every resource at his
disposal he managed to block proceedings for
almost five years, and eventually the case was
dismissed. But a heavier blow awaited him. His
elder son, George Hobart Doane, turned Catho-
lic, having come to doubt the efficacy of the or-
dination received at his father's hands. On Sept
15, 1855, the Bishop went through the ordeal of
deposing his own son. Only four more years
were allowed him, but he served his Church and
his God indefatigably to the end

[The Life and Writings of GeorgeWashington Doane f
with a Memoir by his son, William Croswell Doane (4
vols., 1860-61); A. A. Doane, The Doane Family
(1902); J. Julian, A Diet, of Hymnology (rev. ed.,
1907) ; C. C. Tiffany, A Hist, of the P. E. Church in the
U. S. A. (1895); Cat. of the Officers and Alumni of
Union Coll. 1797-1884 (1884); Gen. Thcol. Sem. Cat.;
G. M. Hills, Hist, of the Church in Burlington, N. J.
(1876); H. G. Batterson, A Sketch-Book of the Am.
Episcopate... 1783-1883 (2nd ed., rev. and enl. 1884) ;
F. C. Morehouse, Some Am. Churchmen (1892).]
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DOANE, THOMAS (Sept. 20, iSai-Oct. 22,
1897), mechanical engineer, was descended from
Deacon John Doane who came to Plymouth,
Mass., on the ship Fortune, in 1621. Thomas
was born in Orleans, Mass., on Cape Cod, the
oldest child of John and Polly (Eldredge) Doane.
His father was a lawyer and served for a time
in the state Senate. Thomas attended an acad-
emy on the Cape and when he was nineteen en-
tered the English Academy at Andover, Mass.,
spending five terms there. At the conclusion of
this period he took advantage of an opportu-
nity to enter the employ of Samuel L. Felton of
Charlestown, Mass., a well-known civil engi-
neer. Three years later, having thus served his
professional apprenticeship, he accepted his first
employment with the Windsor White River Di-
vision of the Vermont Central Railroad. He
served as resident engineer of the Cheshire Rail-
road at Walpole, N. H., from 1847 to 1849. ^
the latter year he began in Charlestown an in-
dependent practise as civil engineer and sur-
veyor, which he continued until his death. Dur-
ing his professional career he was associated
with practically all of the railroads running out
of Boston, but he was more especially known for
his connection with the Boston & Maine. Ap-
pointed in 1863 chief engineer of the Hoosac
Tunnel, on which construction had already been
begun, he introduced new engineering methods,
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relocated the line of the tunnel, and achieved
great accuracy in the meeting of the borings. He
was largely responsible for the development, in
the United States, of the advanced system of
tunneling with machinery and high explosives.
He has also been called a pioneer in the use of
compressed-air machinery in this country. In
1869 he became chief engineer of the Burlington
& Missouri River Railroad in Nebraska, laying
down approximately 241 miles of track in about
four years. During this period he became much
interested in the establishment of a Congrega-
tional college at Crete, Nebr., and was instru-
mental in obtaining for its location a square mile
on the Big Blue River near that town. In grati-
tude for his aid the college was named in his
honor and until his death he was one of its trus-
tees. In 1873 he returned to Charlestown where
he was again appointed chief engineer of the
Hoosac Tunnel. When the tunnel was formally
opened, on Feb. 9, 1875, ^e ran the first engine
through it. For two more years he continued in
charge of construction. He was actively inter-
ested in professional societies, was for over twen-
ty years a member and for nine years president
of the Boston Society of Civil Engineers, and
joined the American Society of Civil Engineers
in 1882. He was active in numerous civic, chari-
table, and educational enterprises in and around
Boston, and was for many years a deacon in his
church, the Winthrop Church, at Charlestown.
On Nov. 5, 1850, he married Sophia Dennison
Clarke, who died in 1868. Later he married
Louisa Amelia Barber of Brattleboro, Vt. While
on a visit to relatives at West Townsend, Vt.,
he died of heart-failure, survived by his second
wife and four children of his first marriage.

[Trans. Am. Soc. Civil Engineers, XXXIX (1898),
690-94, ^an account prepared by F. W. D. Holbrook,
who at intervals for a number of years was Doane's
chief assistant; A. A. Doane, The Doane Family (1902),
pp. 444-47; Boston Transcript, Oct. 23, 1897.!

K.W.C

DOANE, WILLIAM CROSWELL (Mar. 2,
i832-May 17, 1913), first bishop of the Protes-
tant Episcopal diocese of Albany, was one of the
most influential leaders of his own communion
and an honored figure in American public
life. His parents were Rev. George Washington
Doane \_q.v.], afterward Bishop of New Jersey,
and his wife, Eliza Greene (Callahan) Perkins,
widow of James Perkins, He was born in Bos-
ton where his father was at the time Rector of
Trinity Church. He graduated at Burlington
College, N. J., in 1850, was ordained deacon in
1853 a^d priest in 1856. Between 1853 and 1869
he was successively rector of St. Mary's Church,
Burlington; St. John's, Hartford, Conn., and St.
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